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Abstract 

OH and fuel planar laser-induced fluorescence (PLIF) is used qualitatively in this study to observe the 
flame structure resultant from different fuel injector dome configurations within the 3 -cup sector 
combustor test rig. The fluorescence images are compared with some computational fluid dynamics 
(CFD) results. Interferences in obtaining OH fluorescence signals due to the emission of other species are 
assessed. NO PLIF images are presented and compared to gas analysis results. The comparison shows that 
PLIF NO can be an excellent method for measuring NO in the flame. Additionally, we present flow 
visualization of the molecular species C 2 . 


Introduction 

The 3-cup sector combustor was tested at NASA Glenn in conjunction with a larger 5-cup sector at 
GE Evandale. The tests were used to assess the performance in relation to emission requirements for the 
HSR program. The 3-cup sector is the first to be examined at expected HSR conditions using advanced 
optical diagnostic techniques in addition to standard gas sampling. This lean premixed prevaporized 
(LPP) concept combines integrated mixer flameholders (IMFH) with cyclone injectors which are used as 
pilots. 

To aid in the design and to provide a better understanding of phenomena within the combustor, 
measurements were necessary which could provide a clear visualization of the fuel injection, mixing and 
combustion processes occurring in the flow field. Such measurements are precluded by standard 
diagnostic methods such as gas extraction probes and thermocouples, which are limited to pointwise 
measurements. Of the numerous optical, non-intrusive diagnostic techniques available, only PLIF 
provides the degree of quantification and two-dimensionality required to evaluate this type of flowfield. 

Previous results from flame tube studies using LDI injection (refs. 1 and 2) have shown that OH PLIF 
can be very useful as an effective two dimensional visualization tool for examining flow uniformity and 
mixing. The OH radical indicates combustion reactions and is also a relative indicator of temperature. 

This paper presents an extension of that earlier work to the 3 -cup sector. 

Our purpose was to establish the efficacy of PLIF as a diagnostic tool for evaluating species, 
temperature, mixing and other reacting flowfield parameters. Comparisons of the PLIF data with gas 
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analysis and CFD combustor modeling are used to demonstrate the strengths and validity of PLIF as a 
valuable diagnostic. Detailed analysis of the OFi PLIF data is used to discern trends dependent on the 
inlet parameters and upon injector configuration. Such analysis should prove useful for fuel injector 
design, performance analysis, and flame code validation. 

A final goal of this study was to assess the applicability of the PLIF technique to the imaging of NO 
in this environment. NO PLIF measurements have never before been attempted in realistic, multi- 
component, liquid-fueled hydrocarbon flames at high pressure. Previous laser-induced fluorescence (LIF) 
measurements (ref. 3) made in diffusion flames at 14 atm established a detection limit for NO of ~1 ppm 
for this single point measurement technique. Recently, PLIF of NO has been successfully used at 10 atm 
in small flat flame laboratory burners (refs. 4 and 5) using gaseous fuels. We present the first images of 
NO in the sector and compare those PLIF results with the corresponding NO x gas sample data. 

We present here the first detailed account of an advanced optical diagnostic investigation of the 
3-cup sector at HSR conditions. 


Experimental Apparatus 

Test Hardware 

Figure 1 shows a schematic drawing of the sector shell. The housing is water-cooled and the liner is 
made by casting a ceramic material, Greencast 94+. Rather than using a true arc, this sector has a 
rectangular flow path that measures 8.5 in. by 8.5 in. Within this area, three fuel injector domes are fitted. 
The outer domes (top and bottom) are composed of two rows of IMFH injectors. The center dome can be 
either another IMFH dome or a pilot dome consisting of one row of three cyclone injectors 
(3-cup). The center dome may be positioned with varying upstream offset relative to the top and bottom 
domes. Downstream of the windows, the chamber necks down to an exhaust area that measures 4 in. high 
by 8 in. wide, as illustrated in figure 1 . The exhaust is water-quenched to cool the gas stream to 
below 140 °F. 

The window assemblies (one is shown in fig. 2 with a metal plug) are designed to safely withstand 
flame temperatures up to 3200 °F and rig pressures up to 20.5 atm. The design limits the maximum 
ignition thermal cycle (in order to avoid window fracture) to a AT of 1 600 °F, from an inlet temperature 
of 1 100 °F to an ignition temperature of 2700 °F. Water cooling and nitrogen film cooling are used to 
ensure that the windows can survive this severe environment. Metal plugs instrumented with 
thermocouples are used initially in place of the windows to determine the appropriate cooling flows for 
the windows within the test parameters. Through use of the plugs, we found that the total nitrogen film 
cooling mechanism for safe operation of the four windows provides no more than 12.5 percent of the 
aggregate mass flow rate through the shell. The window assemblies are designed so that, other than the 
small offset (approximately 0.14 in.) to accommodate the nitrogen film cooling, the windows are flush 
with the hot gases that pass by. The windows are made of ultraviolet grade synthetic fused silica and 
measure 1.5 in. (38 mm) in the axial direction, 2.0 in. (50.8mm) in the direction perpendicular to the rig 
centerline, and are 0.5 in. thick (12.7 mm). 

The window assemblies are located so that the exit plane of the top dome can be seen. The top and 
bottom windows are centered on their respective sides. The two side windows are offset from the center 
by 1 in., so that the field of view encompasses the intermediate region between the top and middle domes. 
Radially mounted gas sampling probes are located 5 in. downstream from the window trailing edge. 
Figure 3 shows the configuration of the windows and the gas sampling probes. 

Four different fuel injection configurations were tested: two with a center IMFH dome, one in the 
upstream (stepped) and one in the downstream position, “flush” with the upper and lower domes; and two 
with a center pilot cyclone dome, one in the upstream and one in the downstream position. The top and 
bottom domes were always in the downstream position with their exit plane projecting into the field of 
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view of the window through which light is collected, 90° from the laser input window. The bottom dome 
is not in the field of view. The exit plane of the center dome in its upstream position was approximately 
1.8 in. ahead of the exit plane of the outer domes; in its downstream position, the center dome exit plane 
was approximately 0.7 in. ahead of that of the outer domes. The four configurations are listed in table 1 
and figures 4-6 illustrate the hardware. Both the IMFH and cyclone injectors are designed to be LPP. 
The standard configuration, A, uses the cyclone injectors. Staged operation uses the cyclone injectors as 
the pilot, which is always on; the IMFH domes are brought on-line as the power level increases. 

Figures 4 and 5 show upstream-looking views of the stepped domes with either a pilot cyclone or an 
IMFH dome in the center. In each, the approximate field of view is overlaid; it shows the area accessible 
to the laser systems when two adjacent windows are used. The area measures 2 in. by 2 in. The actual 
images are slightly larger; their size depends on the position of the collection optics and the distance of 
the optics from the imaged area. Figure 6 shows a view looking slightly upstream through a side port. A 
rectangular box is overlaid showing the approximate window position. The overlay shows that the top 
dome projects into the window’s field of view. 


TABLE 1.— FUEL INJECTOR DOME CONFIGURATIONS USED IN THE SECTOR TESTS. 


Combustor Configuration 

| Center Dome/Position j 

A: 3-cup stepped 

Pilot/Upstream 

E? 

B: 3-cup “flush” 

Pilot/Downstream 9 

C: Triple IMFH stepped 

IMFH/Upstream 


D: Triple IMFH "flush” 

1 

IMFH/Downstream i 



Laser Diagnostics Facility 

The laser system used for acquiring the PLIF images consists of a Continuum Nd:YAG-pumped (NY- 
81 C) dye laser (ND60) with ultraviolet wavelength extension (UVX). The Nd:YAG laser 2nd harmonics 
provides approximately 750 mJ/pulse at 10 Hz. The dye laser, using Rhodamine 590 (R-590) dye, 
produces pulses of 180 mJ at 564 nm. The dye laser output was doubled to provide the desired UV 283 
nm wavelength at ~16 mJ/pulse for OH excitation. In order to achieve the shorter UV wavelengths 
necessary for exciting NO electronic absoiption transitions, 80 parts of R-590 dye solution were mixed 
with 20 parts of R-610 dye solution. The doubled dye output was then mixed with the residual Nd:YAG 
infrared (X = 1064 nm) to provide wavelengths around 225.5 nm at ~4 mJ/pulse for NO excitation. The 
UV wavelengths used in this study possessed bandwidths of 1.0 cm -1 , as measured by a Burleigh UV 
pulsed wavemeter. The UV light was separated from the residual dye and fundamental light output by a 
pellin-broca prism. The desired transition was verified by directing the laser beam through the flame of a 
Bunsen burner at atmospheric pressure for OH, or a high pressure vessel containing 250 ppm of NO, and 
observing the fluorescence with a photomultiplier boxcar-averager system. 


Detectors 

The detector used for the PLIF work is a Princeton Instruments gated, intensified charge-coupled 
device (ICCD) camera with an array size of 384 by 576 pixels. The camera intensifier is synchronously 
triggered with the laser pulse through a Princeton Instruments FG-100 pulse generator. A Princeton 
Instruments ST- 100 detector controller was used to gate the camera for typical periods of 75 ns. The 
ICCD camera was also used for visualization of C 2 . 

The fluorescence signal normal to the incident excitation sheet was collected through a Nikon 105 
mm f/4.5 UV Nikkor lens. Princeton Instrument's WinView software was used to acquire the ICCD 
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images. Elimination of flame luminosity and scattered laser light for OH was accomplished with a 2 mm 
thick WG-305 Schott glass filter in combination with a 1 mm thick Schott UG-1 1 bandpass filter. The 
UG-1 1 colored glass filter passes a peak wavelength of 340 nm and has a bandpass from 245 nm to 410 
nm. The pair transmits approximately 56 percent of the incident radiation in the band between 310 nm 
and 320 nm. The bandpass filter also passes light above 650 nm and has a peak transmittance at 720 nm 
of 0.27. For NO detection, a 2 mm thick narrow band interference filter from Andover (#100FC00-50) 
was used. It has a peak transmittance of 10 percent at 238 nm with a full width at half maximum (FWHM) 
of 8.2 nm. 

Additionally, a Photometries Star 1 CCD camera system, with an array of 384 by 576 pixels, was 
used for visualization of C 2 . 


Laser Beam Path, Positioning, and Coordinate Systems 

As mentioned previously, the sector is rectangular instead of arced. The rectangular cross section 
simplifies the implementation of laser diagnostics and makes it easier to change the type and positions of 
the domes. The coordinates are defined as follows and obey the right-hand rule. Z is the axial direction 
with higher numbers farther downstream. X is the azimuthal (horizontal) direction with positive x to the 
left when looking downstream. Y is the radial (vertical) coordinate with positive numbers above the zero 
position. The zero position for z is the exit plane of the top dome; for x, zero coincides with the rig 
centerline; and for y, zero is the bottom of the top dome. 

The beam path illustrated in figures 7 and 8 uses five or six mirrors (controlled remotely), depending 
on whether the laser sheet is inserted horizontally or vertically. Mirror 4 sends the beam through a 
cylindrical lens down to mirror 5, which is the final mirror when the laser sheet passes horizontally 
through the test rig. When employing a vertical laser sheet, mirror 5 is positioned higher and directs the 
beam to mirror 6, which is placed directly above the test rig. Mirror 6 directs the beam down through the 
combustor. The total laser beam path length is 25 meters. Figure 8 sketches the layout of the beam input 
systems and camera orientation for both horizontal and vertical laser beam insertion. 

Mirror 4 is placed on a traversing stage that moves in the streamwise (axial) direction. Mirror 5 
traverses streamwise when using the vertically applied laser sheet, and traverses vertically (y) for the 
horizontally applied sheet. Mirror 6 traverses horizontally (x). Each camera is mounted on a set of stages 
to allow movement in two or three dimensions. When the laser sheet passes through the combustor 
horizontally, the camera is mounted above the rig (top view). When the laser sheet is vertical, the camera 
is mounted on the side (side view). Motion controllers control the movement of all stages. Just after the 
final mirror, a quartz plate is used to split off approximately 5 percent of the incident laser sheet, which is 
directed into a laser beam energy profiler, located at the focus of the laser sheet. The beam profiler and 
imaging cameras have their movement coordinated with laser beam positioning in order to maintain 
alignment. 


Experimental Procedure 

The dye laser/UVX system was tuned so that its output was one of six rovibronic resonant transitions 
(lines) in the OH A<— X (1,0) band: Ri(10) @ 281.607 nm, Rfi l 1) @ 281.824 nm, Ri(12) @ 282.055 nm, 
Qi(7) @ 283.5, Qi(9) @, 284.01 nm, and Pi(8) @ 285.67 nm; and one transition in the NO y(0,0) band 
near 225.4 nm. The OH lines selected were chosen for their low temperature sensitivity, low absoiption, 
and in the case of Pi(8) and Qi(9), to determine their usefulness for two-line temperature imaging. Earlier 
studies demonstrated that certain OH lines are susceptible to strong attenuation (by absoiption). The 
absoiption of excitation wavelengths is inappropriate in the present study because we would not be able 
to account for any nonuniformity in the flow; therefore, excitation lines which are uniformly transmitted. 
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NO excitation wavelengths must be carefully selected to avoid interferences from the 0 2 absoiption 
spectrum which overlaps that of NO at elevated pressures. 

In all cases, the laser beam was allowed to freely expand through the beam transport system 
(divergence « 5 mrad). The beam was formed into a sheet by passing it through a 50.8 mm square 
cylindrical lens with focal length 3000 mm, resulting in a sheet with approximate dimensions of 25 mm 
by 0.3 mm. 

The fluorescence from OH or NO was collected using the Princeton Instruments intensified camera 
system described above. The acquired data consisted primarily of sets of five single-shot images. Some 
on-chip averages were also collected at selected points. An on-chip average is the integration of the gated 
fluorescence signal on the CCD array over two or more laser pulses. On-chip averages were of 4 shot, 5 
shot, 100 shot, 300 shot, or 600 laser shot duration. The laser sheet was traversed across the combustor 
typically at nine positions in x or y: 0, ± 5 mm, ±10 mm, ±15 mm, and ± 20 mm. The zero position for 
horizontal laser sheets (y-traversal) is at the interface between the upper and center domes. The zero 
position for the vertically applied laser sheet (x-traversal) is the plane made by the center of the window 
and the test rig centerline. The error in positioning the horizontal beam is ± 1 mm; for the vertically 
applied beam the error in positioning is ± 2 mm. 

Table 2 lists the typical rig operating conditions. The inlet temperature ranged from 870 to 1060 °F, 
the inlet pressure from 8 atm to 14.3 atm, and the equivalence ratio, <|), from 0.44 to 0.57, to produce 
flame temperatures from 2600 to 3200 °F. The air flow rates ranged from 4.1 lb/s up to 9.0 lb/s. The rig 
was operated using JP-5 fuel. 


TABLE 2.— TYPICAL TEST RIG OPERATING CONDITIONS. 


Nominal Inlet Temperature, °F 

Inlet Pressure, atm 

Equivalence Ratio (4>) 

1060 

8.0, 9.0, 10.3 

0.44, 0.50, 0.54, 0.57 

950 

8.0, 9.0, 10.3 

0.44, 0.50, 0.54, 0.57 

870 

9.0, 10.3, 12.0 14.3 

0.44,0.49,0.51,0.57 


A complete experimental run in which all data points were taken included five hours of actual 
burning. Some tests were incomplete because of technical facility delays in getting started, shutdowns 
triggered by high temperature readings on the windows, or other systems failures. One test run was 
aborted shortly after lightoff because of a building-wide power failure. 

Beam alignment was monitored through the use of video cameras to observe the beam location on 
key mirrors. By covering each mirror mount with white paper, which visibly fluoresces when the laser 
beam strikes it, we were able to judge if the laser beam moved off the mirror surface. A beam profiler was 
also used to monitor the laser sheet location. 


Image Analysis 

Standard procedures for handling images include subtracting the background, removing noise spikes, 
scaling, and standardizing the image display. Only the scaling procedure is described here. 

Intra-image scaling is used to highlight the low-level features within an image. The user defines a 
sub-region within the overall image. The small region is then scaled based on its maximum and minimum 
values (self-scaled). The outside region is then scaled so that its maximum value is the same as the 
maximum value of the sub-region. Figure 9 shows an example of this process. The image on the left is the 
unprocessed image. The only discernible aspect to the image is the yellow, blue, and green-colored 
structure at the top of the image. No other structure is visible. The image on the right is the same image 
after it has been processed through intra-image scaling. Distinct structure is now observable in the lower 
part of the image. 

Some images are displayed so that they all have the same scale. They are scaled based on the lowest 
and highest values found among all of the images to be displayed. 
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Results and Discussion 


In all images, the direction of flow is left to right. As a reminder, figure 1 0 sketches the region in the 
sector that is accessible to the optical systems, detailing the field of view and the laser sheet positions that 
were used. For figures that show a sequence of traversed positions, the images are laid out so that the 
position -20 is at the upper left, 0 is in the center, and +20 is at the bottom right. Figure 1 1 is a template 
displaying the layout of laser sheet positions for both horizontal and vertical laser sheet implementation; 
the direction the laser travels; and the coordinates x, y, and z. The figures that show image sequences are 
displayed in two forms. One format displays the sequence so that all images have the same scale, which 
allows one to observe variation with position. The second format displays each image self-scaled, which 
emphasizes the structure at each location. 

The color bar on the left side of each set of images shows the relative scale from low (bottom of bar) 
to high (top). The bar contains 25 colors plus black and white, and represents a total span in signal from 
0 counts to 255 counts. Black represents the lowest 2 counts (0 and 1), white the highest 3 counts (253, 
254, 255). Each color represents a span of 10 counts, or 4 percent, of the total range within that image or 
set of images that corresponds to the color bar. 

The field of view for the images is approximately 1.8 in. (46 mm) in the axial direction and 2.7 in. 

(69 mm) in the direction normal to the rig axis. The actual dimensions vary because the camera cannot be 
precisely repositioned the same distance away from the focal plane once the setup is tom down. Also, 
recall from figure 10 that the top dome overlaps the window’s leading edge by approximately 0.5 in., so 
that the laser sheet does not fill the entire field of view; therefore the left side of the images does not 
reveal any flow structure generated by PLIF. 

All images are compared qualitatively for several reasons. First, signal strength cannot be calibrated 
easily without a precisely known reference. Second, it is not always possible to generate the same inlet 
conditions from day to day, particularly at the highest inlet temperature. On any given run day, initial air 
temperature, heat losses in the facility, and the operations of other facilities can affect the maximum inlet 
temperature measured immediately upstream of the domes. Third, the center pilot and premixer domes 
have different areas. The area of the IMFF1 center dome is larger than that of the pilot by a factor of about 
1.1, thus requiring (in order to maintain AP) higher air and fuel flow rates, increasing the OF! number 
density. Finally, the quality of the laser sheet varies on a day-to-day basis, especially in terms of 
streamwise positioning of the beam. 

Although several OF! excitation lines were used in this effort, for the purposes of this discussion, the 
particular line selected is not important; we provide the specific line only for completeness in conveying 
the results. 

The limited space and access within the facility means that the optics cannot be set up permanently in 
the test cell. Any change in test rig hardware (such as a dome change or replacement of a broken window) 
or a change in laser beam input orientation requires a teardown and rebuildup of the optics. Therefore, the 
systems are never set up exactly the same way twice. We found during the course of the work that the 
combustor grows axially about 5 mm between the onset of test rig warm-up through lightoff of the 
combustor. Thus, traversing stages to position mirrors 4 and 5 are a necessity. Temperature changes 
within the cell during the warm-up procedure also tended to change the mirror alignment, so that minor 
adjustments were needed to maintain alignment within the combustor. 

The windows survived the test runs in good shape, often acquiring a thin coating of fuel or other 
deposits but generally acceptable to run again after minor cleaning. Some windows did crack, but the 
cracks occurred after a test, presumably during rig cool-down. After the first occasion, the cooling water 
supply to the window assemblies was left on overnight. Flowever, that had no apparent effect. At present, 
there is no explanation for window cracking upon cool-down. This situation never occurred on the flame 
tube rig. The best hypothesis for the failures is that the rig does not cool down as uniformly as it warms 
up, so that tensile stresses are applied to the windows beyond their fracture point. 
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Effect of Dome Configuration on OH Fluorescence Signal 


Figure 12 plots signal strength as a function of position in dome configuration A. In figure 12a, peak 
signal strength is plotted for vertical laser sheet positions. The fluorescence signal is high when the laser 
sheet passes through the effluent from LPP injectors and low when it does not. Figure 12b plots the 
average cross-beam intensity for three horizontal laser sheets. The signal at y = +20 is due to fluorescence 
from the LPP jets. The plots show no loss in image intensity as the fluorescence signal travels through a 
greater bulk of fluid to reach the camera. For example, the signal that emerges from sheet position x = - 
20 must travel through 40 mm additional fluid than does the signal from x = +20 
(fig. 12a). Although the signal from the lower horizontal sheet positions (— y) are on the order of four to 
five times less than the uppermost positions, a loss in signal strength is not evident as the fluorescence 
passes upwards through the LPP jets (fig. 12b). Therefore, it is unlikely that self-absorption via 
fluorescence trapping occurs for the excitation wavelengths employed in this study. 

The profiles shown in figure 12 are typical of all flow conditions in configuration A. Similar results 
were obtained for configuration B. The following section addresses in further detail the differences we 
observed in signal strength. 


Interferences to the OH Fluorescence Signal 

Previous work in a single cup flame tube (refs. 1 and 2) was relatively free from interferences to the 
OH fluorescence signal, primarily because the interrogated area was well downstream of the primary 
reaction zone. There was little off-line signal; therefore, we were assured that the observed signal was due 
to fluorescence from OH. The sector rig, however, focuses on the area immediately downstream of the 
fuel injector exit plane, and we now see strong interferences to the OH fluorescence signal, primarily in 
the region near the IMFH injectors. 

A possible interference if the flame is highly luminous derives from soot and its precursors: 
polycyclic or polynuclear aromatic hydrocarbons (PAH). Allen et al. (ref. 6) found PAH to be a major 
source of interference to the OH fluorescence signal in the sooting zones of high pressure heptane-air 
spray flames. That study found the signal from flame-generated PAH to be as much as an order of 
magnitude over the OH signal. 

Given that the current data are taken immediately downstream of the injection point in a system 
(LPP) that theoretically produces very little soot, and that PAH formation within flames generally 
requires times that are too slow to account for the interferences encountered here, the PAH that we see 
must be from the fuel itself. JP-5 can contain up to 25 percent aromatics on a volumetric basis (ref. 7), 
with a large fraction of those being PAH. PAH compounds are broadband absorbers and emitters. For 
example, naphthalene is a major constituent that absorbs strongly in the region of laser excitation of OH, 
about 283 nm (ref. 8). It also fluoresces in the region 310 nm to 3 15 nm, which falls within the OH 
detection band. 

Figure 13 displays graphs showing the relative strength of the peak signal resonant and non-resonant 
OH excitation at different horizontal laser sheet positions for dome configurations A and B. The laser 
sheet is directly in line with the effluent from the IMFH injectors at positions y = +20 and y = +15. The 
curves clearly show that there is PAH fluorescence interference at those positions. The geometry of the 
system is such that when the laser sheet is inserted vertically, it can intersect the effluent from an IMFH 
injector; the signal that results is typified in figure 12a. The region below the jets has signal an order of 
magnitude less than that of the area near the injectors, as shown in figures 12b and 13. To determine if 
that low-level signal results from OH, we compared the signal of an off-line image with an on-resonance 
image. The results of that comparison are displayed in figure 14. The on-line and off-line images have 
been self-scaled in the sub-region below the jets based on their maximum and minimum values, 
independent of the entire image. Figure 14 also plots the average on-line and off-line signals over the 


NASA/TM— 2005-213402 


7 



entire image (bottom left) and in the sub-region (bottom right) at different laser sheet positions. These 
data show that the signal in the sub-region below the jets is due to fluorescence from OH because the off- 
line signal is distinctly smaller than the on-line signal. In systems using triple IMFH domes, 
configurations C and D, we found no region that was free of laser- induced interferences resultant from 
aromatics. 

As previously stated, in regions not aligned with the premixed injectors, the fluorescence signal is 
roughly an order of magnitude lower than the off-line signal. This restricted the overall dynamic range of 
the images for the OH fluorescence signal because the intensifier gain was set low enough to avoid 
saturation of the detector and was consequently not optimized for the OH signal. 


General Characteristics 

On the time scale of a single-shot exposure (laser pulse width = 7 ns FWHM, within a gate time of 
typically 75 ns), the flow is not steady (repeatable). Figure 15 shows two series of five single-shot 
exposures at different laser sheet positions within the combustor for configuration C. The sheet positions 
are y = +20 and y = -20. The time between consecutive exposures is 100 milliseconds, which coincides 
with the laser repetition rate. As can be seen, images can vary widely from shot to shot. 

We determined the number of single shots that should be averaged to produce a representative time- 
averaged sample by averaging successive shots until there was no change in image structure. Figure 16 
shows images at y = 0 averaged over 5, 10, 20, 25, and 600 shots, respectively. Figure 17 is a graph 
showing the average cross-beam intensity in the z direction for each image in figure 16. A 600 shot 
average results from data collection over a one minute time window and can be considered an average 
sample. The graph in figure 1 7 illustrates that a twenty-five shot average is enough to provide a 
representative sample. 

While twenty-five shots is adequate for a representative average throughout the span of locations 
sampled, the number of shots required can depend on the beam position. For example, when the laser 
sheet is positioned so that it intersects the effluent of an IMFH injector, fewer shots are required to 
interpret the flow structure. Figure 18 shows that only five shots are needed. Although the magnitude of 
the peaks is different between 5 shots and 300 shots, the trends are identical. This effect is primarily 
attributable to a lack of mixing of the jet effluent with its surroundings immediately downstream of the 
IMFH injectors. 


Comparison of Fuel Injector Dome Configurations via OH and PAH Imaging 

Figures 19 through 34 show images obtained from the four combustor configurations. Each image 
consists of a five shot average unless otherwise noted. Common to all configurations are the combusting 
jets that arise from the fuel/air mixture emerging from the IMFH upper dome. As noted earlier, the 
predominant signal immediately downstream of the IMFH injectors is due to laser-induced interference 
arising from PAH. Nonetheless, these images show that the jets do not interact with one another over the 
distance within the field of view (approximately 1 in.). This observation is important in terms of overall 
stability for this LPP system. There is no evidence of interaction between IMFH injectors and therefore 
little probability that instabilities which may develop for one injector will influence adjacent injectors. 

Figures 19 through 22 display sets of images obtained using dome configuration A (pilot upstream), 
with i|) = 0.44, 0.50, 0.54, and 0.57. The inlet temperature and pressure are 1040 °F and 9 atm, and the 
laser sheet is inserted horizontally. Resonant excitation is Ri(10). Via PAH fluorescence, the y = +20 and 
y = +15 positions show the structure of the IMFH jets as they emerge from the dome. As the laser sheet is 
moved down to y = +10, lower fluorescence signal and a more uniform distribution is observable, 
indicating that the laser sheet is no longer directly in line with the IMFH injectors and that we are imaging 
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OH. All positions at y = +5 and below display a fairly uniform distribution of OH, with increasing 
uniformity as the equivalence ratio is increased. Figure 23 shows data obtained using a vertical sheet and 
Ri(10) resonant excitation. T 3 = 1040 °F, P 3 = 9 atm, and (j) = 0.44. In the interface region between the top 
IMFH and center pilot domes, the OH concentration increases with height in the combustor. This trend 
may be the result of buoyancy within the combustor, inefficient mechanical distribution of the fuel and 
air, or may occur from expansion into the larger volume just beyond the top and bottom domes. 

Further experiments are required to explain these trends. Analytical work (ref. 9) suggests that 
buoyancy is minimal, because the axial velocities are higher than any gravitational effect could overcome. 
Experimentally, the thermocouple readings from the instrumented window plugs show higher 
temperatures on the top plug than on the bottom plug. As mentioned earlier, OH PLIF measurements can 
provide a relative indication of temperature variations. Thus far, the OH PLIF data tentatively supports 
the thermocouple readings. The interface region between the middle and bottom domes becomes optically 
accessible by rotating the combustor housing 180 degrees. This access would then allow a study to be 
performed which can help to determine the factors important in trends we see. 

Figures 24 through 27 show images obtained with dome configuration B (pilot downstream) at 
T 3 = 1023 °F and P 3 = 9 atm, using a horizontal laser sheet with resonant excitation of Ri(12). The 
equivalence ratios are (j) = 0.44, 0.50, 0.54, and 0.57. Distinct jets can be seen at the y = +20 and 
y = +15 positions. While there remains strong evidence of the jets at the y = +10 position, additional 
signal is present on the -x side of the images, probably due to pilot interaction at this point. At y = +5, the 
strongest OH signal is on the -x side of the images for all equivalence ratios above <)) = 0.44; at 
<|) = 0.44, presence of the premixing jets is still evident. The y = 0 plane is similar to the y = +5 position, 
but appears more uniform overall. At the y = -5 position, with <|) = 0.44, distinct structure can be seen 
(indicated by the diagonally-running streaks of high intensity), which may be an indicator of the direction 
of air swirl from the pilot. The other equivalence ratio cases in this plane indicate a more uniform 
distribution of OH. The y = -10 and y = -15 planes are very similar overall to the preceding sheet 
location. 

Figure 28 is typical of all sets in dome configuration B taken at T 3 = 928 °F and P 3 = 8 atm. The 
equivalence ratio is 0.50. Again, resonant excitation is Ri(12). The y = +10 position shows clearly two 
distinct jets. Note that at the higher inlet temperature just described, the IMFH jets could be seen at 
y = +10, but there was interaction with the pilot. The lowest inlet temperature (T 3 = 850 °F) also produced 
images similar to those seen in figure 28. 

Our results emphasize the importance of having the ability to shift the domes with respect to the 
windows, which allows observation of the flame structure farther downstream of the fuel injectors. The 
ability to traverse the laser beam to different areas in the combustor has similar value, as demonstrated by 
the images obtained. In comparing dome configurations A and B, the effect of the pilot cyclone injectors 
on the IMFH injectors is apparent. When the pilot dome is downstream (“flush”) rather than upstream 
(stepped) in relation to the outer domes, we do not see the pilot’s interaction with the IMFH injectors at 
the y = +15 mm and +20 mm positions (e.g., compare figs. 21 and 26). The effect of swirl on the flame 
structure also becomes clearer when the pilot dome is downstream. We see in configuration B structure 
that may result from pilot injector swirl at positions y = +5 mm and below. Regions of high signal appear 
as diagonal streaks in dome configuration B, whereas the signals in configuration A are more uniformly 
distributed. Shifting the domes farther upstream can provide up to 3 additional inches in which to observe 
flame behavior within the sector. 

Configurations C and D utilize the IMFH center dome and the PLIF images suggest that the IMFH 
injectors do not necessarily behave like “LPP” injectors. In all images, the predominant signal is due to 
aromatics rather than to OH. The images in figures 29 through 32 are from the combustor operating with 
the center dome in its upstream position, configuration C, using a horizontal laser sheet and Ri(12) 
excitation. The inlet temperature and pressure are 1020 °F and 9 atm. The equivalence ratios are 0.44, 
0.50, 0.54, and 0.57. In all cases, the fluorescence signal becomes more uniform with increasing 
equivalence ratio. As expected, there is strong signal in the region in front of the jets, including the region 
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below y = 0. In those planes below y = 0 ( downstream of the center IMFH dome), considerable jet 
cohesiveness, structure, and PAH signal remain. These images provide further evidence that little 
interaction occurs between the individual IMFH flames. They also suggest that because such structures 
are seen approximately 2 in. downstream of the injector exit, this system does not truly premix the fuel 
and air very well. The images at y positions +5, 0, and -5 correspond to the interface region between the 
upper and center domes and have generally appeared uniform with this combustor configuration. 
Although the images are uniform, the signal strength is six to seven times lower when compared to 
images at other y positions. 

The images obtained with a vertical laser sheet display a characteristic not seen in the combustor 
configurations that used a pilot. Figure 33 is representative. The inlet temperature is 1020 °F, the pressure 
is 9 atm, and ()) = 0.53. Laser excitation is Ri(12). A small area of moderately high intensity appears in red 
in the center region between the IMFH domes, around the x = 0 to x = -10 positions. It is possibly a 
secondary combustion zone resulting from air that leaks in between the top and center domes Again, 
regions of high intensity are seen downstream of the center IMFH injectors. 

Those images obtained from configuration D (center IMFH dome downstream) with a vertical laser 
sheet (fig. 34, with T 3 = 1020 °F, P 3 = 9 atm, <|) = 0.44, Qi(9) resonant excitation, and 300 shot on-chip 
average) show that the signal resultant from the positions that lie in front of the center dome IMFH 
injectors (x = -20 and x = -15) is greater than at positions directly in line with the top dome IMFH 
injectors (x = +20 and x = +15). Recall that the area of the center dome is larger than the area of the outer 
domes. The increased signal from the center reflects a larger absolute number of aromatics because more 
fuel is injected from the center dome than from the outer domes, which have smaller flow rates. 


Comparison of OH and fuel imaging with Analytical Results 

Analytical data for the 3-cup stepped configuration, solved using similar inlet conditions, yield results 
similar to the experimental. Figure 35a is an image taken at T 3 = 1040 °F, P 3 = 9 atm, <|) = 0.44 and x = - 
10. Figures 35b and 35c are the predicted OH and temperature distributions for configuration A at T 3 = 
1100, P 3 = 10 atm, and 4* = 0.58. The CFD results are displayed to match the field of view of the 
fluorescence data. The computational data (ref. 10) confirm that the fluorescence signal that arises from 
the IMFH injector does not emanate from OH. CFD also verifies that little interaction occurs between the 
IMFH jet with its immediate surroundings. In fact, the temperature contour suggests that the fuel is being 
vaporized rather than consumed. Another similarity is that the area of highest OH concentration lies in the 
region just downstream of the pilot dome. One difference of note is that although the CFD results show 
the IMFH jet rising as it travels downstream, the experimental data do not. Rather, the jet appears to 
maintain a parallel course, a pattern that is generally repeated in the experimental data for all 
configurations and all inlet conditions. 


Fuel Distribution from IMFH Injectors 

Figures 36 to 45 use fuel fluorescence via PAH to visualize fuel “mass” distribution near the exit of 
selected IMFH injectors. Fuel is injected into the mixing tube from the top for those IMFH injectors we 
can observe in the top dome, and is injected from the bottom for the injectors we observe in the center 
IMFH dome. The images include an overlay that projects the mixer tube boundaries and centerline onto 
the camera’s field of view. The images are composed of either 5, 100, or 300 shot averages. The images 
and plots within a figure are displayed on the same scale for direct comparison; however, direct 
comparisons of signal cannot be compared across figures. The typically red-colored vertical contour seen 
on the upstream side of the images reflects the laser sheet energy falloff near the boundary of the laser 
sheet; that also is true on the downstream side in figures 42 and 44. The plots show the average jet 
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transverse cross section and indicate that the inlet temperature and pressure conditions are the primary 
determinants of the average cross-sectional distribution. 

The 3 -cup stepped configuration (A) shows that the fuel mass distribution from top dome injectors 
falls primarily within the bounds of the mixer tube diameter, with some slight expansion indicated. This is 
also true for the top dome of the triple IMFH configurations, C and D. However, when the domes are 
“flush” (configuration B), the images typically show a contraction of the fuel mass distribution, indicating 
that fuel is being consumed. In no other dome configuration is this effect seen. This difference is probably 
due to the position of the high-swirl pilot injectors, which in the “flush” configuration, has greater 
opportunity to interact with the effluent from the LPP injectors. 

The mixer tube diameter of the upper dome is 12.7 mm and is 15 mm in the center dome. 
Unfortunately, we cannot compare directly the effects of mixer tube diameter because the offset between 
the upper and center domes (0.75 in. in the “flush” configuration) does not provide the ability to observe 
equivalent distances from the injector exit for each dome. We can say that jets that emanate from the 
center dome (figs. 40 and 41) show evidence of contraction, signaling the end of the flame front, but re- 
emphasizing that fuel extends beyond four IMFH tube diameters downstream for the 1 5 mm diameter 
injectors. 

As indicated in the images showing fuel distribution and in plots of the transverse jet cross sections, 
the fuel mass in the region immediately downstream of the mixer tube exit is distributed near the mixer 
tube centerline. These results are qualitatively similar to those obtained within the mixer tube by 
Santavicca and Steinberger (ref. 10) at The Pennsylvania State University. In their experiments, 

Santavicca and Steinberger found that the fuel mass within the mixer tube at the tube exit was primarily 
confined to the central core region around the injector centerline, providing evidence that the NASA PLIF 
images of the fuel region are not a result of entrained air. Their results were obtained by imaging (within a 
transparent quartz IMFH mixing tube) the fluorescence from both the fuel vapor and from the exciplex in 
the liquid fuel. They used tetradecane fuel doped with 1 -methylnaphthalene and NNN'-N' tetramethyl P- 
phenylendiamine and inlet temperatures of 650 and 900 °F, a pressure of 4 atm, air flow rates of 0.049 
and 0.063 lb/s, and equivalence ratios of 0.4, 0.5, 0.6, 0.7, and 0.8, with fuel injection from the bottom. 

Deur and Kline (ref. 11) used CFD analysis to look at fuel mass distribution within the mixing tube 
for several fuel and air injection parameters, for inlet conditions of 1 100 °F, 1 1.5 atm, air flow rate of 
0. 161 lb/s and (j) = 0.485. Their study concluded that the majority of fuel is located at the bottom half of 
the mixer tube (for fuel injected from top to bottom) as the fuel/air mixture exits the injector. 

Figure 46 shows a series of x-y plane cross sections (end views) of the IMFH jets as they progress 
downstream from the top dome in configuration A. The inlet temperature, pressure and equivalence ratio 
are 1040 °F, 9.2 atm and 0.44. These images were produced using the Flow Analysis Software Toolkit 
(FAST) developed under NASA Ames contract NAS2-1 1555. The software is designed for processing 
and display of the results from CFD computations. It allows the user to input a grid array and then to 
provide an array of solution values to that grid. Two grids were used for this work. One grid (the CFD 
grid) defines the flow path of configuration A used in the CFD calculations (ref. 10); the other grid (the 
IMAGE grid) is a box whose boundary is determined by the dimensions of the PLIF laser sheets used to 
excite the fuel. In this case, a series of twenty-one images using a vertical laser sheet (Qi(7) excitation) 
taken every 2 mm and spanning a distance of 40 mm (from x = +20 mm to x = -20 mm) was used. An 
individual image is composed of a 100 shot on-chip average and has a field of view (determined by 
camera setup calibration images) that measures 66 mm high, with a laser sheet width of 24 mm. 

Therefore, the bounds of the IMAGE grid measure 24 mm in z, 40 mm in x, and 66 mm in y. In order to 
ease the processing burden of incorporating 576 by 384 pixel images into the array, by pixel binning we 
reduced the number of pixels by a factor of 8 to produce images with 72 by 48 pixels. The spacing 
between points in the IMAGE grid becomes 0.9 mm in the y-z plane and remains 2 mm along x. 

Solution values were put only in the IMAGE grid. The solution value in the IMAGE grid for a 
particular coordinate is the pixel value corresponding to that location in the set of images. The absolute 
location of the points in the IMAGE grid relative to the CFD grid is determined by matching landmark 
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points that are known in both grids. The landmark is the upper dome surface; the downstream surface 
marks z = 0 in the axial direction and the upper dome bottom surface is set for y = 0 mm in the vertical 
direction. 

The FAST module called SURFER is used to display the IMAGE grid data. The images of figure 46 
are constructed by extrapolation using the available data points in the x-y plane to form smoothly colored 
polygons. 

Selected x-y image planes are shown in figure 46, beginning 4.2 mm downstream of the exit plane. 
Low fuel mass is indicated in blue, high fuel mass in red. The CFD grid that corresponds to the IMFH 
injector exit plane is overlaid for reference; it specifies the location of the IMFH injectors. The vertical 
streaks at planes z = 22.6 mm and z = 24.5 mm result from obscuration of the laser sheet by a protruding 
thermocouple on the window housing. In the first plane shown, at z = 4.2 mm, we see indication of the 
effects of the dilution holes which are evenly spaced around the circumference of the IMFH mixing tubes 
and positioned approximately 5 mm upstream of the exit. The dilution holes are indicated by the six 
regularly spaced indentations about the circumference, which produces a star-shaped image. The 
circularly symmetric pattern provides further confirmation that the fuel mass is distributed about the 
centerline, rather than predominantly below the centerline. 

While the CFD work of Deur and Kline showed some similarities in fuel distribution, their finding 
that the fuel mass is predominantly distributed below the IMFH mixer tube centerline and along the lower 
wall does not agree with experimental findings at Pennsylvania State University or with the present 
NASA GRC study. The experiments, using 1 00 laser shot averages, find that the fuel is distributed about 
the centerline. Images using single laser shots indicate that the fuel can be above, below, or located about 
the tube walls in any direction. 

Possible explanations for the discrepancy between the CFD and the NASA experimental results could 
be that the mixing rates are different, that the fuel inlet temperature is underpredicted, or that the fuel 
vaporization rates are higher than expected. There may be significantly more heat transferred to the fuel 
within the hypodermic-sized fuel tube prior to injection into the mixing tube, resulting in faster 
vaporization than predicted and in more fuel distributed along the mixer tube centerline. Consider 
figure 47, which shows fuel PLIF images that compare inlet temperatures of 580 and 1040 °F in dome 
configuration C (triple IMFH, center upstream) using a vertical laser sheet at 9 atm and 4> = 0.44. 
Although the optical system is not optimized to resolve the small drops that are typically expected from 
atomizers, about 20 to 30pm in size, large conglomerates of fuel are clearly evident downstream of the 
injector exit for T 3 = 580 °F. The smallest aggregate of fuel seen in the image is on the order of 400 pm in 
size. Under the typical inlet temperatures of this study (>870 °F), drops of this size are not expected, nor 
have they been encountered. For all data taken at T 3 = 580 °F, we found that the majority of fuel is 
distributed well below the mixer tube centerline, which agrees with Deur and Kline’s study. 


Additional Considerations 

Plots of peak signal versus equivalence ratio (fig. 48) show some interesting trends. We expect to see 
the OH fluorescence signal increase with increasing equivalence ratio for these fuel-lean cases. In general, 
the data follows that pattern, although the percentage increase is low when compared to the increase 
based on calculation of the adiabatic equilibrium concentrations. The increase between <j) = 0.44 and 4* = 
0.57 is typically on the order of 150 to 200 percent, versus a 360 to 410 percent theoretical increase. Most 
of the discrepancy can probably be attributed to pressure effects on the OH fluorescence signal. That type 
of trend is not necessarily followed, however, for the PAH fluorescence encountered when the laser sheet 
intersects the IMFH injector effluent. As indicated in the cross sections plotted in the previous section, in 
some cases, the signal increases with (j), and in other cases, the signal decreases as <|) increases. In still 
other cases, the tendency is oscillatory. These effects may be a function of chemistry, kinetics, flow 
phenomena, or some combination of factors. Preliminary comparison of image appearance as a function 
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only of pressure or temperature does not provide an answer. More detailed analysis is required to explain 
the observed results. It may also be useful, when conditions are acceptable for the windows, to extend the 
equivalence ratio range and observe the fluorescence response. 

An observation that cannot presently be explained is demonstrated in figure 49, which plots 
fluorescence signal versus equivalence ratio for two excitation lines, Pi(8) (X = 285.67 nm) and Qi(9) 

(X = 284.01 nm). These data were taken under the same inlet conditions during the same test run and were 
composed of 100 shot averages. The inlet temperature was 935 °F and the inlet pressure was 8 atm. Both 
graphs show a drop in signal from ()) = 0.44 to (j) = 0.50, but from that point they differ. Qi(9) continues on 
its downward trend, but the Pi(8) curve reverses and the fluorescence signal begins increasing with ()). 

One possible explanation is that one of the excitation lines is sensitive to temperature, and this sensitivity 
becomes apparent around the combustion temperature corresponding to (|) = 0.5 (flame temperatures are 
2890 to 2960 °F for the range of inlet temperature and pressure). Another explanation could be that the 
P i ( 8 ) line is near the edge of or removed from the absoiption region of any of the aromatics in the fuel, 
whereas the Qi(9) line is being absorbed by PAH. A third possibility considers chemistry and kinetics in 
conjunction with temperature and spectral sensitivity. A reaction may have achieved sufficient activation 
energy at an equivalence ratio of 0.5 to pyrolyze more of the fuel and to promote formation of OH. (This 
hypothesis would be reflected by the Pi(8) curves.) Another reason may be due to flow phenomena, 
although this reason seems unlikely, because the data were taken under the same combustion environment 
with a sufficiently large sample. Further study is needed to explain the differences. 

A determination of planar temperature distribution will be attempted by ratioing two OH images 
obtained at the same position and condition using two different OH excitation transitions. A temperature 
map is derived from this ratio, which is proportional to the Boltzmann distribution. These images will 
provide the first ever planar temperature measurement at HSR conditions. Previously, the two-line OH 
technique has been attempted only on simple 2-component, shock-heated flows at sub-atmospheric 
pressure (ref. 12) and 2-component flat flames at atmospheric pressure (ref. 13). Due to the many 
parameters involved and the complexity of both the spectroscopy and flowfield, the data reduction to 
accomplish this is laborious and time-consuming. Preliminary calculations have indicated that 
interferences create difficulties that were not encountered in the previous “simple” temperature mapping 
experiments. However, we are confident that the data collected will allow the first ever successful 
application of the Boltzmann temperature technique to a realistic HSR-type combusting flowfield. 


Nitric Oxide Imaging 

Figures 50 and 5 1 present NO PLIF data from the 3-cup stepped dome configuration. For analysis of 
the data, we looked only at the region directly downstream of the interface region between the top IMFH 
and the pilot domes. Our OH PLIF images suggested that this zone is the hottest area in this dome 
configuration. The images have been averaged by binning groups of 3 1 by 3 1 pixels and displaying the 
average signal for that group. Each image is an on-chip average of 600 shots. 

Our NO PLIF measurements were highly successful. Figure 50 shows NO images at each equivalence 
ratio tested. We saw a drop in fluorescence signal between (j) = 0.54 and <(* = 0.57, which might be 
explained by some anomaly in the local flow rates at the time data was taken. This hypothesis is 
supported by the data, shown in figure 5 1 acquired coincidentally by the gas sampling probe. Figure 5 1 
compares the gas sampled NO x signals to the PLIF NO signal. The NO x gas analysis data tracks nearly 
point-for-point with the PLIF NO signal, which verifies that PLIF of NO is a viable diagnostic method in 
this combustion environment. 

Only two runs were allowed to acquire all of the data needed to quantify NO. All NO data presented 
were acquired on the first day. The poor condition of the windows on the second day precluded obtaining 
the full set of data needed for quantification. NO concentrations ranged from 10 to 100 ppm, as measured 
by the gas analysis system. The PLIF technique employed here has displayed the capability of easily 
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imaging NO at these concentration levels and indicates that with additional refining/tuning of the 
technique, the ability to image much lower concentrations. 


Other Flow Visualization Methods 

Advantage was taken of spectra emitted by other species in the flame and used to say more about the 
system than can be explained by OH fluorescence spectroscopy alone. The constituent species examined 
was C 2 . Most of the visible emission is from C 2 , which has bands from 400 nm to 600 nm (ref. 14). Figure 
52 shows images taken at T 3 = 1040 °F and P 3 = 9 atm for equivalence ratios <|) = 0.44, 0.49, and 0.54 
using dome configuration A. Light was collected through the f/4.5 UV Nikkor lens used for the PLIF 
images. These images were acquired using the Princeton Instruments ICCD camera without gating. An 
Andover 488FS03-50 narrowband filter was used, centered at 488.3 nm with a bandwidth of 2.7 nm 
FWHM. The shutter speed was 5 ms. The camera was oriented to observe the flow near the interface 
region between the top and center pilot domes, as with vertical PLIF. The images are displayed using 255 
shades of orange. The images show an expanding jet emerging from the IMFH dome. While the signal 
strength increased with (j), the relative visibility of the jet decreased. OH images should look similar to the 
C 2 images in the region near the jet, but the strong signal from PAH probably overcomes the smaller OH 
signal. Observation of the naturally occurring OH fluorescence in the flame, using a narrowband filter 
centered around 313 nm, may provide confirmation. 

The image shown in figure 53 was taken at T 3 ~ 855 °F, P 3 « 9.5 atm, and <|) « 0.43. The camera used 
was the Photometries Star 1 CCD camera. Again, the lens was the UV Nikkor lens, which was filtered 
with an Andover 532FS03 narrowband filter centered at k = 532.4 nm having a bandwidth of 2.9 nm 
FWHM. The shutter speed was 100 ms. The image was taken just after lightoff of the combustor. The 
long exposure allowed observation of the flow from the pilot region as it curled upward in front of the top 
dome. The C 2 image agrees with the OH PLIF images and the CFD calculations in the region downstream 
of the pilot dome, reflecting a temperature rise near the bottom edge of the top dome. 

Another molecular system that may be useful and that is reasonably accessible includes direct 
excitation of the C-H bond in the fuel. PLIF of CH would provide images of the fuel-rich side of the 
flame zone, and can help assess the quality of the premixing within the IMFH dome. CH can be excited in 
its (0,0) band, at about k = 428 nm, with detection around k = 431 nm. Alternatively, the naturally 
occurring fluorescence can be observed, again at around k = 43 1 nm. 


Conclusions 

This study provides the first images of OH and NO via planar laser-induced fluorescence in the 
primary combustion zone of a gas turbine sector combustor burning JP-5, simulating a variety of HSR 
combustor operating points. The OH PLIF allowed us to look at where mixing and combustion occurred. 
We observed little evidence of mixing with the surroundings near the IMFH injectors. 

We have shown that discerning the OH signal from PAH in a “premixed” high pressure flame system 
is problematic, depending both on the orientation of the laser sheet and on the orientation of the fuel 
injector domes. When probed close to the premixer exit, the PAH signal exceeded that of OH. However, 
the PAH also served as a marker of fuel location. We saw that the distribution of fuel leaving an IMFH 
injector lies about the centerline of the mixer tube, and as we showed in the triple IMFH stepped 
configuration, a significant amount of nonpyrolyzed PAH exists relatively far downstream of the injection 
point of the IMFH injectors. In order to assess mixing and to determine the extent to which the PAH 
exists, further investigation is warranted, with the hardware oriented to position the windows farther 
downstream of the fuel injectors. Additionally, with further refinement of the technique, this visualization 
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method may also indicate blockages in IMFH tubes by indicating abnormally low or high fluorescence 
signals. 

We have also shown that NO images can be obtained within this combustion environment. Although 
further investigation is required to determine the extent to which we can quantify the fluorescence signal 
and to determine the lower detection limit, the observed trends are in complete agreement with the gas 
sample data. 
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Figure 1. Sector combustion shell with quartz window assemblies. 
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Figure 2. A window assembly which has a metal plug installed. 
The plug is instrumented with fifteen thermocouples. 
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Figure 3. Downstream - looking view of the sector 
combustor shell, showing the arrangement of the 
windows and of the gas sample probes. 
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Figure 4. End view of the 3-cup flush configu- 
ration, B. Overlaid is the region accessible to the 
laser systems. These domes are also used in the 
3-cup stepped dome configuration, A. 
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Figure 5. End view of the triple IMFH stepped 
dome configuration, C. Overlaid is the region 
accessible to the laser systems. These domes 
are also used in the triple IMFH "flush" configu- 
ration, D. 
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Figure 7. Laser beam path to sector test rig. 
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Figure 8. Laser sheet implementation and camera configurations. 
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. Typical unprocessed image b. Image after processing 





(a) Side view, (b) Side view, ( c ) Top view, 

pilot upstream. pilot downstream. 



(d) End view, vertical (e) End view, horizontal 

laser sheets. laser sheets. 

Figure 10. Arrangements of the windows and 
the three domes within the sector. Also shown 
are the fields of view, including laser sheet 
positions for horizontal and vertical implemen- 
tation. 
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Figure 1 1 . Image layout for traversal of sector combustor. 
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a. Signal at different vertical laser sheet locations. 
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b. Average signal strength (pixels averaged in z direction) within horizontal planes. 


Figure 12. Signal strength as a function of position in the 3-cup stepped configuration. 
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Figure 13. Peak signal for different horizontal laser sheet locations 
in the 3-cup dome configurations, stepped and "flush". 
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Figure 14. Discrimination between OH resonant and non-resonant signals within an image. Resonant 
excitation is Rj(ll); non-resonant is at X = 281.824 nm. 3-cup stepped configuration, 
using a vertical laser sheet. T 3 = 1040F, P 3 = 9 atm, and 4 = 0.44. 
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Figure 15. Shot-to-shot variation in flame structure for the triple IMFH stepped, using a horizontal 
laser sheet. Resonant excitation is Rj(l2). T 3 = 865F. Top Row: P 3 = 14.5 atm, 4 = 0.57, 
and y= + 20. Bottom Row: P 3 = 10.3 atm, 4 = 0.44, and y=-20. 
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Figure 18 Effect of the number of shots averaged on image cross Sectional Structure. 
T 3 = 1020 F, P 3 = 9.1 atm, <i> = 0.44., and x=+5. 

Resonant excitation is Q,(9). The laser Sheet is vertical. 








+ 20 



Figure 19. Images from the 3-cup stepped configuration using a horizontal laser sheet. 
Resonant excitation is R^IO). T 3 =1040 F, P 3 = 9.1 atm, = 0.44, and x = +5. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 20. Images from the 3-cup stepped configuration using a horizontal laser sheet. 
Resonant excitation is R^IO). T 3 =1040 F, P 3 = 9.1 atm, = 0.50, and x = +5. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 21. Images from the 3 cup stepped configuration using a horizontal laser sheet. 
Resonant excitation is R^IO). T 3 =1040 F, P 3 = 9.1 atm, 4> = 0.54, and x = +5. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 22 . Images from the 3 cup stepped configuration using a horizontal laser sheet. 
Resonant excitation is R^IO). T 3 =1040 F, P 3 = 9.1 atm, = 0.54, and x = +5. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 23. Images from the 3-cup stepped configuration using a vertical laser sheet. 
Resonant excitation is R^IO). T 3 =1040F, P 3 =9.1 atm, and 4> = 0.44. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 24. Images from the 3-cup "flush” configuration using a horizontal laser sheet. 
Resonant excitation is R[(12). T 3 =1023F, P 3 =9.1 atm, and 4> = 0.44. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 25. Images from the 3-cup "flush” configuration using a horizontal laser sheet. 
Resonant excitation is R[(12). T 3 =1023F, P 3 =9.1 atm, and 4> = 0.50. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 26. Images from the 3-cup "flush” configuration using a horizontal laser sheet. 
Resonant excitation is R[(12). T 3 =1023F, P 3 =9.1 atm, and 4> = 0.54. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 27. Images from the 3-cup "flush” configuration using a horizontal laser sheet. 
Resonant excitation is R[(12). T 3 =1023F, P 3 =9.1 atm, and 4> = 0.57. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 28. Images from the 3-cup "flush” configuration using a horizontal laser sheet. 
Resonant excitation is R[(12). T 3 =930 F, P 3 =8.1 atm, and $ = 0.50. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 29. Images from the triple IMFH stepped configuration using a horizontal laser sheet. 
Resonant excitation is R[(12). T 3 =1020 F, P 3 = 9.1 atm, and $ = 0.44. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 30. Images from the triple IMFH stepped configuration using a horizontal laser sheet. 
Resonant excitation is R[(12). T 3 =1020 F, P 3 = 9.1 atm, and $ = 0.50. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 31. Images from the triple IMFH stepped configuration using a horizontal laser sheet. 
Resonant excitation is R[(12). T 3 =1020 F, P 3 = 9.1 atm, and $ = 0.54. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 32. Images from the triple IMFH stepped configuration using a horizontal laser sheet. 
Resonant excitation is R[(12). T 3 =1020 F, P 3 = 9.1 atm, and $ = 0.57. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 33. Images from the triple IMFH stepped configuration using a vertical laser sheet. 
Resonant excitation is R[(12). T 3 =1020 F, P 3 = 9.1 atm, and $ = 0.53. 

Top: Images on same scale. Bottom: Images individually scaled. 
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Figure 34. Images from configuration D using a vertical laser sheet. 
Resonant excitation is Q[(9). T 3 =1020 F, P 3 =9.1 atm, and $ = 0.49. 
Top: Images on same scale. Bottom: Images individually scaled. 
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(subregion) and PAH (top). 

Figure 35. Comparison of experimental and CFD results. Experimental inlet conditions: T 3 = 1040 F, P 3 = 9.1 atm, <{> = 0.44. CFD 
inlet conditions: T 3 = 1 100 F, P 3 = 10.3 atm, 4> = 0.58. 
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Figure 36. Images showing fuel in the IMFH jet region in configuration A for different 
equivalence ratios using a vertical laser sheet positioned at x = 0 mm. Non-resonant excitation at 
283.873 nm. T 3 = 1040 F, P 3 = 9 atm. Plots show the average across-jet (transverse) cross 
section for each image. 
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Figure 37. Images showing fuel in the IMFH jet region in configuration B for different inlet 
temperatures using a vertical laser sheet positioned at x = -10 mm. Laser excitation is Ri(12), 

P 3 = 10.2 atm, and (|> = 0.44. Plots show the average across-jet (transverse) cross section for each 
image. 
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Figure 38. Images showing fuel in the IMFH jet region in configuration B for different inlet 
pressures using a vertical laser sheet positioned at x = -10 mm. Laser excitation is Ri(12), 

T 3 = 871 F, and tj> = 0.515. Plots show the average across-jet (transverse) cross section for each 
image. 
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Figure 39. Images showing fuel in the IMFH jet region in configuration B for different 
equivalence ratios using a vertical laser sheet positioned at x = -10 mm. Laser excitation 
is Ri(12), T 3 = 1020 F, and P 3 = 9 atm. Plots show the average across-jet (transverse) 
cross section for each image. 
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Figure 40. Images showing fuel in the IMFH jet region for different equivalence ratios in dome 
configuration C using a vertical laser sheet positioned at x = +5 mm. The area imaged spans 2.9 - 
4.3 diameters downstream of a center dome injector exit. Laser excitation is Ri(12), T 3 = 870 F, 
P3 = 14.3 atm. Plots show the average across-jet (transverse) cross section for each image. 
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Figure 41 . Images showing fuel in the IMFH jet region for different equivalence ratios in dome 
configuration C using a vertical laser sheet positioned at x = +5 mm. The area imaged spans 2.9 - 
4.3 diameters downstream of a center dome injector exit. Laser excitation is Ri( 12), T 3 = 1050 F, 
P 3 = 9 atm. Plots show the average across-jet (transverse) cross section for each image. 
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Figure 42. Images showing fuel in the IMFH jet region (top dome) in configuration D for different 
equivalence ratios using a vertical laser sheet positioned at x = +20 mm. Laser excitation is Qi(9), 
T 3 = 870 F, P 3 = 14.3 atm. Plots show the average across-jet (transverse) cross section for each 
image. 
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Figure 43. Images showing fuel in the IMFH jet region (center dome) in configuration D 
for different equivalence ratios using a vertical laser sheet positioned at x = +20 mm. 
Laser excitation is Qi(9), T3 = 870 F, P3 = 14.3 atm. Plots show the average across-jet 
(transverse) cross section for each image. 


NAS A/TM— 2005-2 1 3402 


58 



$ = 0.44 $ = 0.50 $ = 0.54 $ = 0.57 



Figure 44. Images showing fuel in the IMFH jet region (top dome) in configuration D for 
different equivalence ratios using a vertical laser sheet positioned at x = +20 mm. Laser 
excitation is Qi(9), T 3 = 1040 F, P 3 = 9 atm. Plots show the average across-jet 
(transverse) cross section for each image. 
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Figure 45. Images showing fuel in the IMFH jet region (center dome) in configuration D for 
different equivalence ratios using a vertical laser sheet positioned at x = +10 mm. Laser excitation 
is Qi(9), T 3 = 1040 F, P 3 = 9 atm. Plots show the average across-jet (transverse) cross section for 
each image. 
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Figure 46. Images showing the fuel distribution in the x-y plane at different distances downstream from 
the IMFH injector exit plane. T 3 = 1040F, P 3 = 9 atm, cj) = 0.44, laser excitation is Q.,(7). 
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Figure 47. Images showing fuel in the IMFH jet regions for different inlet temperatures in the 
top dome of configuration C using a vertical laser sheet positioned at x = +15 mm. Laser 
excitation is Ri(12), P 3 = 9 atm, and the equivalence ratio is 0.44. 
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Figure 48. Representative plots of fluorescence signal from horizontal laser sheets 
as a function of equivalence ratio and position for dome configurations A, B, and C. 
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Figure 49. Fluorescence signal vs. equivalence ratio the triple IMFH "flush 1 
configuration using a horizontal laser sheet. T 3 = 935 F and P 3 = 8.1 atm. 
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Figure 50. Comparison of NO PLIF images for different equivalence ratios in dome 


configuration A using a vertical laser sheet. T 3 = 
225.386 nm 
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Figure 51. Plots of the NO PLIF and gas sample NO x signals taken in dome configuration A. T 3 
= 833K, P 3 = 9 atm. 
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Figure 52. Images from the 3-cup stepped configuration that show naturally occurring fluorescence trom C?. Light was collected at 
X = 532 nm. T 3 = 1040 F, P 3 = 9. 1 atm. 




Figure 53. Image from the 3 — cup stepped configuration showing naturally occurring fluorescence 
from C 2 . The image was taken just after combustor lightoff. Light was collected at A = 532nm. 

T 3 = 1040 F, P 3 = 9.1 atm. 
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